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E.TGM 11652: N/A 

TAGS: TPHY, OSCI, TBIO, PL 

SUBJ: DHEW/PHS/SFCP AGREEMENT 05-002-N 

1. DR. HAUSMANOWA HAS SUBMITTED AN APPLICATION TO THE MUSCULAR DYSTRO 
PHY 

FOUNDATION, NEW YORK CITY. THE FOUNDATION ALSO RECEIVED A TECHNICAL 
REPORT FORTHE PERIOD 1973-75 WHICH INCLUDED BRIEF STATEMENTS CONCERN 
ING 

RESEARCH TO BE PURSUED IN THE FUTURE ON FOUR NEUROMUSCULAR DISEASES. 

2. NIH AND DR. ROWLAND, PROJECT OFFICER SUBJECT AGREEMENT, HAVE BEEN 
EXPECTING ARENEWAL APPLICATION AND COMPREHENSIVE PROGRESS REPORT 
FROM HAUSMANOWA, PRINCIPAL INVESTIGATOR. IT IS NOT CLEAR WHETHER THE 
REPORT SEN TO THE FOUNDATION IS INTENDED AS THE APPLICATION TO NIH. 

3. EMBASSY REQUESTED CONTACT HAUSMANOWA AND COMMISSION TO DETERMINE 
WHETHER SEPARATE NIH APPLICATION AND REPORT ARE BEING PREPARED AND 
INFORM NIH. 

KISSINGER 
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Copy: SINGLE 
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Decaption Note: 
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Disposition Approved on Date: 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1975/newtext/t19750866/aaaacgbi.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
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Previous Classification: n/a 
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